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Message Text 

UNCLASSIFIED 

PAGE 01 PARIS 09803 041542Z 
ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO EB-08 COME-OO OES-06 MED-03 
/036W 

041554Z 053214/44 

P 041551Z APR 77 

FM AMEMBASSY PARIS 

TO SECSTATE WASHDC PRIORITY 1379 

UNCLAS PARIS 09803 

E.O. 11652: N/A 

TAGS: OGEN, ETRD, EIND, TBIO, FR 

SUBJECT: FDA ADVISORY - RECALL OF MEDICAL DEVICE 
DISPOSABLE AUTOLOGOUS BLOOD TRANSFUSION SYSTEM - 
RECALL T - 064 - 7. 

1 . COOPERATION F.I IR OPEENNF. DE FOURNITURES HOSPITALIERES 
NOW COOPERATION PHARMACEUTIQUE FRANCAISE (COOPER) 

AGENT FOR SORENSON RESEARCH COMPANY, PLACE LUCIEN 
AUVERT, 77001 MFL1IN. FRANCE, WAS CONTACTED BY POST 
CONCERNING RECALL OF REFERENCED DEVICE. 

2. COOPER HAD RECEIVED RECALL LETTER BUT HAS NONE OF 
THE UNITS IN QUESTION, NOR HAS IT RECEIVED REPORTS 

OF MALFUNCTION. 

GAMMON. 
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